weeks  before  the citation here,  been alerted   to deficiencies
in their pumps,   and that therefore  should  have heightened   their
awareness of any problems with the pumps.

Under  all  the circumstances,  I find  that  the violation
was one which the operator knew or certainly should have known
of  and  therefore  the violation was the result of the unwar-
rantable  failure of the operator to comply with the law.     The
section  104(d)(l)  citation before me must accordingly be
affirmed.

ORDER

Order No.   845125 is MODIFIED to  a citation unier  section 104(d)(l)   of the
Act and   that citation Is AFFIRMED.
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